218    DOCKETED ITEMS

9203060057 Responds to NBC 920203 Itr re violations noted w/assurance that matters
raised receiving top level mgt attention & enhanced oversight.AII hands personnel
briefings including contractor staff held.Formal response to EA-91-182 follows..
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/14. MARTIN.J.B. Region 5 (Post 820201). 2pp. 60867:029-60867:031.

9202110001 NRG Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203060080 Forwards insp repts 50-528/91-50,50-529/91-50 & 50-530/91-50 on
911218-920125 & notice of violations.

RICHARDS.S.A. Region 5 (Post 820201). 92/02/20. CONWAY.W.F. Arizona Public
Service Co, (formerly Arizona Nuclear Power Project). 6pp. 60804:019-60804:058.

-9203060084 Notice of violation from insp on 911218-920125.Violation noted:training
record for fire barrier inspectors inaccurate in that three names included among those
listed as attending training.
* Region 5 (Post 820201). 92/02/20.1p. 60804:025-60804:025.

-9203060088 Insp repts 50-528/91-50.50-529/91-50 & 50-530/91-50 on 911218-
920125.Violations noted.Major areas inspected:review of plant activities.ESF sys
walkdowns.surveillance testing, plant maint,falsified training record for fire barrier insp.
VANDENBURGH.C. Region 5 (Post 820201). 92/02/20. 33pp. 60804:026-60804:058.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203030135 Responds to violations noted in Insp repts 50-528/91-41, 50-529/91-41 &
50-530/91-41 on 9l1110-1217.Corrective actions:involved control room operator tem-
porarily removed from shift & disciplined per positive discipline program.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/21. Document Control Branch (Document Control Desk). 15pp. 60802:001-
60802:015.

9203060037  Forwards  insp  repts  50-528/92-04,50-529/92-04 &  50-530/92-04  on
920113-17 & 0204-05.No TOlations or deviations noted. NRC concerned w/lack of
sys engineering involvement in processing of limited design change packages.
KIRSCH.D.F. Region 5 (Post 820201). 92/02/21. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60803:183-60803:192.

-9203060068   Insp   repts   50-528/92-04,50-529/92-04   &  50-530/92-04  on  920113-
0205.No violations noted.Major areas inspected: corrective actions for previously iden-
tified items & review of documentation on unit 1 pressurizer instrument nozzle.
NARBUT.P.P. Region 5 (Post 820201). 92/02/11. 5pp. 60803:186-60803:192.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9203050075 Discusses insp repts 50-528/92-01,50-529/92-01 & 50-530/92-01 on
920113-23 & notice of violation.

SCARANO.R.A. Region 5 (Post 820201). 92/02/24. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4 pp. 60790:241-60790:247.

-9203050085 Notice of violation from insp on 920113-23.Violation noted: on 911227.se-
curity officers failed to positively control access to vital fuel bldg by allowing three indi-
viduals to enter vital area w/o logging names or badge numbers.
* Region 5 (Post 820201). 92/02/24. 3pp. 60790:245-60790:247.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203060005 Aok receipt of 920214 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-528/91-44 & 50-529/91-44 & 50-530/91-44.
KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 2pp. 60803:090-60803:098.

9203060139 Ack receipt of 911024 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-528/91-25, 50-529/91-25 & 50-530/91-25.
KIRSCH.D.F. Region 5 (Post 820201). 92/02/28. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60804:255-60804:270.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203060358 Responds to NRC 920203 Itr re violations noted in Insps of Licenses NPF-
41.NPF-51 & NPF-74 & EA-91-182.Corrective actions:on 920215,listed managers were
placed on rotation to provide direct shift observation.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/02. LEBERMAN.J. Ofc of Enforcement (Post 870413). 36pp. 60858:106-
60858:141.

9203190084 Forwards amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74,re-
spectively & safety evaluation.Amends revise tech spec 3/4.7.9 to allow util to per-
form snubber visual insps & corrective actions during plant outages.
THOMPSON.C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60971:217-60971:247.

-9203190120 Amends 57,44 & 30 to licenses NPF-41 .NPF-51 & NPF-74, revising TS 3/
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant
outages.
QUAY.T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203170298 Ack receipt of 920221 Itr in response to notice of violation re insp repts 50-
528/91-41,50-529/91-41 & 50-530/91-41 dtd 920122.

RICHARDS.S.A. Region 5 (Post 820201). 92/03/06. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 60925:057-60925:073.

9203230017 Forwards insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on
920113-0207 & notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 92/03/06. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 60984:021-60984:033.

-9203230026 Insp repts 50-528/92-02,50-529/92-02 & 50-530/92-02 on 920113-
0207.Violations noted.Major areas inspected: radioactive matl control.organization &
mgt controls & outage preparation.

BOCANEGRA.R., YUHAS.G.P. Region 5 (Post 820201). 92/03/06. 9pp. 60984:025-
60984:033.

9203200008 Ack receipt of 920302 Itr & check in payment for civil penalties proposed
by NRC in 920203 Itr.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/18. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 1p. 60970:036-
60970:036.

9203270091 Responds to NRC 920224 Itr re violations noted in Insp Repts 50-528/92-
01,50-529/92-01 & 50-530/92-01 on 920113-23. Corrective actions:individual permit-
ted in vital areas logged & or access levels verified.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/23. Document Control Branch (Document Control Desk). 19pp. 61163:106-
61163:124.

R. Periodic operating reports & related correspondence

9203230351 "Personnel Monitoring Repts for 1991." W/920315 Itr.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
91/12/31. 3pp. 61082:359-61082:361.

9203030326 Forwards fitness-for-duty semiannual performance rept for Jul-Dec 1991.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/25. Document Control Branch (Document Control Desk). 10pp. 60802:147-
60802:156.

9203170206 Forwards Monthly Operating Repts for Feb 1992 for Palo Verde Nuclear
Generating Station.Units 1,2 & 3 & revised Monthly Operating Rept for Jan 1992 for
Unit 2.

LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/
03/13. Document Control Branch (Document Control Desk). 1p. 60982:179-
60982:197.

-9203170023 Monthly operating repts for Feb 1992 for Palo Verde Nuclear Generating
Station.Units 1,2 & 3.

CHAVET.K.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/29. 16pp. 60982:180-60982:195.

S. Reportable occurrences, LERs & related correspondence

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L. Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.
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A. Application/construction stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.r Power Project). 3pp. 60753:280-60753:308.
